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information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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DIMENSIONS OF SEMICONDUCTOR DEVICES 
DEVICE OUTLINE OD16 



1. Dimensions — The dimensions of 8-, 10- and 12-pin cylindrical device outlines for integrated 
circuits are given in Table 1. 

Note — This drawing has been prepared in accordance withlS:5001 (Part l)-1969 'Guide for the prepara- 
tion of drawings of semiconductor devices and integrated circuits: Part I Semiconductor devices' and IS : 5001 
( Part II )-1973 'Guide for the preparation of drawings of semiconductor devices and integrated circuits: Part II 
Integrated circuits '. 

2. Rules for Coding — See 8.1 of IS : 5001 (Part I )-1969. 

3. Equivalent Designation Code Followed by Other Countries and Organizations 
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TABLE 1 DIMENSIONS OF SEMICONDUCTOR DEVICES: DEVICE OUTLINE OD16 

( Clause 1 ) 



rBASE 
PLANE 




Reference 


Min 


Ax 


0'254 


A* 


4'20 


<p a 




B 


3-56 


b 


0"407 


b 


0'407 


D 


8'64 


0a 


801 


F 


— 


J 


0'71 


k 


0'74 


L 


12-70 


L* 


-^ 



e e below 



4-06 

0-533 

0-482 

9'39 

8-50 * 

2-03 

0-86 

1-14 

127 
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\^Reference 
Type \^ 


n 


0a 


a 


Min 


Nom 


Max 


Note 


Degrees 


Note 


Type A 
Type B 
Type C 


8 

10 
12 


4-82 
5-47 
5'47 


5-08 
5-84 
5-84 


5'33 
622 
622 


2 
2 
2 


45 
36 
30 


3 
3 
3 



• Note 1 — Leads within 0-075 or 0-175 mm radius of true position (TP) at seating plane with MMC and unit 
instaiieD* 

Note 2 — True geometrical position. 

No* 6 3 — Applies to spread of leads ( before installation ) with respect to the mechanical index. 
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